TOWN OF ARLINGTON 
Department of Public Works 
51 Grove Street 
Arlington, Massachusetts 02476 
Office (781) 316-3320 Fax (781) 316-3281 


FOR RELEASE: December 2015 

2015 ROAD REHABILITATION PROJECTS - Construction Season Ends 

Due to weather and the onset of winter, road reconstruction has ended for the 2015 Construction 
Season. 

The following is a list of the streets re-surfaced during the 2015 Construction Season: 

2015 Road Rehabilitation Projects - completed 


Overlook Rd. - Summer St. to Washington St. 

• Huntington Rd. 

Ronald Rd. - Summer St. to Washington St. 

• Cypress Rd. 

Virginia Rd. 

• Alpine Ter. 

Wollaston Ave. - Campbell Rd. to Appleton St. 

• Farrington St. 

Campbell Rd. 

• Glen Ave. 

Sleepy Hollow Ln. 

• Hayes St. 

Twin Circle Dr. 

• Maynard St. 

Winchester Rd. - Ridge St. to end 

• Mystic Lake Dr. 

Stone Rd. - partial 

• Orchard Ter. 

Greenwood Rd. 

• Rangeley Rd. 

Sunset Rd. - Summer St. to Forest St. 

• Sherbom St. 



Engineering Division 


Road Work will resume again for Town Road Rehabilitation Projects in Spring 2016. The project areas 
listed helow are tentative and may change due to scheduling or budgetary reasons. Updates will be 
posted online at arlingtonma.gov/dpwprojects. 


Road Projects to continue in 2016 

Appleton St. - Acton to Mass. Ave. 
Appleton PI. - partial 
Addison St. 

Columbia Rd. 

Lowell St. - Bow St. to Mass Ave. 


Mystic St. - Beverly Rd. to Summer St. 
Mystic St. - Summer St. to Chestnut 
Oakhill Dr. 

Overlook Rd. - Washington St. to Ridge St, 






